HOUSE DESIGNS-2.  THE BRAITHWAITE HOUSE

Information based on material supplied by the Housing Centre.

Architect:
Development:
Prototype erected at :

F. R. S. Yorke.
Braithwaite and Co., Ltd.
Hendon.

This is one of the examples of unit frame construction. While the frame is
prefabricated, the rest of the house, including the cladding, is put together
on the site. This combines the advantages of dry assembly and standardisa-
tion with considerably greater flexibility than a fully prefabricated system
allows.
This flexibility is symbolised in the erection of the pair of houses illus-
trated here, whose plans are entirely different, even in depth. The same
method of construction can be used for three storey flat types.